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Message Text 


UNCLASSIFIED 

PAGE 01 YAOUND 03564 040816Z 
17 

ACTION AF-10 

INFO OCT-01 ISO-OO EB-06 RSC-01 /018W 

100335 

R 310910Z OCT 74 
FM AMEMBASSY YAOUNDE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4518 
AMEMBASSY TANANARIVE 
AMCONSUL DOUALA 

UNCLAS YAOUNDE 3564 


E.O.: 11652: N/A 
TAGS: BEXP, C, MA 

SUB J : AGRICULTURAL EQUIPMENT AND SUPPLIES CATALOG EXHIBIT 

1. SUMMARY: EMBASSY/CONSULATE WISH CLARIFY EARLIEST PENDING 
MATTERS SUBJECT EXHIBIT IN ORDER FACILITATE ADVANCE PLANNING 
ANC ASSIGNMENT RESPONSIBILITIES. END SUMMARY. 

2. WITH SUBJECT EXHIBIT ONLY THREE MONTHS AWAY, EMBASSY/CON- 
SULATE WOULD LIKE TO KNOW IF INDUSTRY REPRESENTATIVE DEFINITELY 
ON BOARD FOR DATES INDICATED FOR SHOW. 

3. AS FAR AS IS KNOWN. NO RESPONSIBILITY HAS BEEN LEVIED FOR 
PREPARATION CATALOG INDEX. ON BASIS CONSULTATE EXPERIENCE WITH 
FOOD PROCESSING CATALOG EXHIBIT AND CONVERSATIONS WITH FORMER 
CAO TANANARIVE NOW ASSIGNED YAOUNDE, WE BELIEVE TANANARIVE IN 
POSITION TURN OUT MORE ATTRACTIVE PRODUCT. BUT NEED TO KNOW IF 
THREE HUNDRED SUCH INDICES COULD BE SHIPPED DOUALA BEFORE END 
DECEMBER AND IF TANANARIVE WILL UNDERTAKE PREPARATION, PRINT- 
ING, ETC. 

4. CONSULATE HAS RECEIVED 64 CATALOG SUBMISSIONS, BUT NO COM- 
PUTER PRINT-OUT ON WHO HAS SUBSCRIBED TO EXHIBIT, AND THERE- 
FORE UNSURE HOW MANY COMPANIES FINALLY WILL BE REPRESENTED, 
AND AT WHAT POINT. 

5. ADVISE SOONEST. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974YAOUND03564 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D74031 5-0493 
From: YAOUNDE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974101/aaaaaacv.tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 APR 2002 by chappeld>; APPROVED <12 FEB 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AGRICULTURAL EQUIPMENT AND SUPPLIES CATALOG EXHIBIT 
TAGS: BEXP, CM, MA 
To: COM 
Type: TE 
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